TABLE II 


COAL STRENGTH 

ARRANGED BY BRAND 

. 7c REMOVAL 

CLASSIFICATION 

BRAND 

% COAL REMOVAL 

FILTER (KING SIZE) 

Kent 

37 

Viceroy 

40* 

L & M 

43* 

Marlboro 

44 

Parliament 

46 

Winston 

53 

CHARCOAL FILTER (KING SIZE) 

Lark 

16 

Sano 

37 

P. M. Filter 

39 

Lucky Strike Filter 

40 

Tareyton 

60 

MENTHOL FILTER (KING SIZE) 

Kool 

46 

Paxton 

50 

Montclair 

60 

Salem 

63 

NONFILTER (KING SIZE) 

P. M. Commander 

6 

Chesterfield 

19 

Pall Mall 

44 

NONFILTER (REGULAR) 

Philip Morris 

16 

Camel 

19 

Lucky Strike 

39 


*Less than 500 cigarettes tested 

Values which differ by 5% or more are different. 

These data are on cigarettes manufactured in July and 
August and obtained through the C.I. Program. 
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Source: https://www.industrydocuments.ucsf.edu/docs/lgpk0001 




